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蛇 血 清 中 存在 抗 毒 因子 ， 有 不 少 工作 报道 。 经 测定 , SPM (Zaocys dhumnades) 
血清 中 含有 能 抗 尖 吻 蚌 CAgkistrodon acutus) 蛇毒 的 因子 。 我 们 初步 从 中 分 离 得 到 


抗 毒 因子 。 其 分 离 过 程 和 结果 如 下 ， 


一 、 乌 梢 蛇 血 清 分 离 步 坚 
Lease ice GPe ACK i ERMA BEAR, 取 40 一 


5.0 % 饱和 硫酸 铁 沉 淀 部 分 。 

2, DEAE-Sephadex ASOHRAMD B® 由 1 得 到 的 组 分 对 pH8.0，0.02M 磷 酸 
缓冲 液 透析 平衡 后 经 DEAE-A-50 柱 层 析 分 离 ， 洗 脱 条 性 见 图 1 ， 对 各 洗 脱 峰 进 行 抗 出 
血 及 抗 蛋 白水 解 酶 活性 测定 ， 此 两 种 活性 在 洗 脱 盐 浓 度 为 0.22M 后 同时 出 现 。 
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柱 分 离 ， 收 集 0.217 盐 浓度 前 的 洗 陪 部 分 。 
AERARLHREMS HR 由 3 得 到 的 活性 组 分 对 pH6.8，0.02 必 克 酸 缓冲 液 进行 


平衡 上 柱 ， 洗 脱 条 件 见 图 2 ， 活 性 出 现 于 0.051 盐 浓度 之 前 。 
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图 2 EAA ALAA Bw 
样品 由 DE52 经 堆 素 柱 层 桥 得 到 的 活性 组 从 


二 、 乌 梢 蛇 血 清 分 离 前 后 活力 比较 
以 其 抑制 尖 吻 晕 蛇 毒 蛋 白水 解 酶 活力 为 指标 ， 初 步 分离 出 的 抗 毒 因子 已 纯化 5 t 
(图 3) a 
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三 、 聚 丙烯 酰胺 电泳 鉴定 
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定 ， 有 一 浓 带 出 现在 乌 梢 蛇 血清 蛋白 带 之 后 ， 接 近 示 踪 染料 处 有 若干 条 细 带 。 


进一步 纯化 正在 进行 中 。 
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Abstract 


The serum of nonvenomous snaka Z. dhumnades had been fractionated by 
ammonium sulphate precipitation, DEAE-sephadex A-50, DE-52 cellulose 
chromatography and further by hydroxylapatite chromatography. 

The active components obtained on acrylamide gel electrophoresis showed 
that there was a dense band appeared behind the band of serum albumin of Z, 
dhumnades and some other bands near the marker dye, 

Further purification is being continued, 

Activity of antivenom components was measured by it’s inhibiting casein 
digestion and by anti-hemorrhagic process. 

From the data of inhibiting casein activity, the anti-venom factor had 


been purified five times of the snake serum, 





